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The tube c is connected with an hydraulic air-pump;
when this is in operation, air passes by way of the bottle B,
in which is contained some sulphuric acid for drying pur-
poses, through a number of holes into the ether and causes

FIG. 31.
this to evaporate rapidly.   The temperature can be regu-
lated or kept constant in a most convenient way by regu-
lating the current of air.    Further than this the determina-
tions are to be made as with the Beckmann apparatus.
If the freezing-points of solutions of various substances